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E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUBJECT: IAEA ADVISORY GROUP MEETING ON RADIATION SENSITIVITY 
OF PATHOGENIC MICROORGANISMS IN SEWAGE AND WASTES, VIENNA 
AUGUST 25-27, 1977 

1 . MISSION HAS RECEIVED AGENCY LETTERS TO DR. H.D. 

SIVINSKI, SANDIA LABORATORIES, AND DR. A. J. SINSKEY, 

MIT, NOTING INFORMALLY PRELIMINARY PLANS TO CONVENE 
SUBJECT MEETING, WHICH WOULD IMMEDIATELY PRECEDE 
MEETING OF EUROPEAN SOCIETY OF NUCLEAR METHODS IN 
AGRICULTURE ON WATER IRRADIATION AT UPPSALA, SWEDEN. 

AGENCY INQUIRIES INFORMALLY RE AVAILABILITY OF ADDRESSEES 
(OR MICROBIOLOGISTS WORKING IN THEIR GROUPS) TO ATTEND 
SUBJECT MEETING. 

2. LETTERS PROUCHED AMMONS/ERDA FOR FORWARDING. PLEASE 
ADVISE. STONE 
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